From: Han, Linda (DPH) 

Sent: Tuesday, November 16,2010 4:16 PM 

To: LaRosa, Glynnis (DPH) 

Subject: RE: CPR/AED 


Thanks Glynnis! I am worried that we will overwhelm your class, so I checked with Howard Lefkin to see how many people he had on his list as having completed initial CPR training last year. I looks like there are about 8 lab people on this list 
who were not included on your original distribution list, plus 3 NBS people. If I invited those 11 people, do you think that would be too many for the instructors? Thanks, Linda 


Condon, Cynthia 

10/15/2009 

Farris, Michael 

10/15/2009 

Fausett, Gary 

10/15/2009 

Gancarski, Joan 

10/15/2009 

Hennigan, Scott 

10/15/2009 

Kurtis, Gerry 

10/15/2009 

Massi, Cindy 

10/15/2009 

Nawn, Kathleen 

10/15/2009 

Chen, Karyn 

12/7/2009 

Conant Mary, RN 

12/7/2009 

Elvin, Paul 

12/7/2009 

Harris, Carolyn RN 

12/7/2009 

Lazorik, Donna 

12/7/2009 

Lett Susan, MD 

12/7/2009 

O'Brien, Elisabeth 

12/7/2009 

Pomfred, Edward 
(DPH) 

12/7/2009 


Lefkin, Howard 

UMMS- 

EH&S 

Fitzgerald, Eileen 

NBS 

Rush, Amii 

NBS 

Alhassan, Asibi 

NBS 


From: LaRosa, Glynnis (DPH) 

Sent: Monday, November 15,2010 2:25 PM 
To: Han, Unda (DPH) 

Subject: RE: CPR/AED 

Hi Linda 


I contacted the EMT at Fallon Ambulance that will be doing our training and he is fine with the lab staff attending 


Thanks, 


Glynnis LaRosa, RN, MPH, CPHQ 

Senior Public Health Nursing Advisor 

Bureau of Infectious Disease Prevention, Response and Services 

Massachusetts Department of Public Health 

305 South Street 

Jamaica Plain. MA 02130 

phone 617-903-6569 

fax 617-983-6925 


website: www.mass.gov/dph 

Blog: http://pubuchealth.blog.state.ma.us 


From: Han, Linda (DPH) 

Sent: Friday, November 12,2010 4:19 PM 
To: LaRosa, Glynnis (DPH) 

Subject: CPR/AED 

Hi Glynnis; 

Is this class appropriate for anyone who has been BLS-certified in the past (ie, last year) and now needs a refresher, even if they are not healthcare providers? Several lab staff have approached me, expressing interest in renewing their 
certification. I thought I'd check with you on this first before looking into other BLS course options. 

Thanks! 

Linda 


From: LaRosa, Glynnis (DPH) 

Sent: Thursday, October 28,2010 4:51 PM 

To: DeMaria, Alfred (DPH); Lett, Susan (DPH); Madoff, Larry (DPH); Hsu, Katherine (DPH); Han, Linda (DPH); 'josephineford@comcast.net'; 'Joan Allen'; 'beadsandseeds27@aol.com'; 'Linda Singleton'; 'Janice Boutotte'; Gurland, Lisa (DPH); 
Smole, Sandra (DPH); Gauthier, Cheryl (DPH); Mann, Jennifer (DPH); Hernandez, Rosa (DPH); Dooley, Jacqueline (DPH); Pech, Sokun (DPH); Ciccone,Tricia (DPH); BolstorfT, Barbara (DPH); White, Natasha (DPH); Duong, Dana (DPH); Lefkin, 
Howard (DPH); Gancarski, Joan (DPH); Bozigian-Merrick, Stephanie (DPH); Conant, Mary (DPH); Coughlin, Barbara (DPH); Dillon, Denise (DPH); Dumas, Bill (DPH); Etkind, Sue (DPH); Harris, Carolyn (DPH); Hursen, Kathleen (DPH); Iyer, 
Patricia (DPH); Jacobs, Linda (DPH); Keegan, Jo-Ann (DPH); LaRosa, Glynnis (DPH); Lazorik, Donna (DPH); Leiper, Myrna (DPH); McCarty, Maura (DPH); Regis, Marie (DPH); Reilly, Catherine (DPH); Taugher, Helen (DPH); Wohler, Theodora 
(DPH) 

Cc: Cole, Brenda (DPH); Carr, Bob (DPH); Cochran, Jennifer (DPH); Corban, Doreen (DPH); Cranston, Kevin (DPH); DeMaria, Alfred (DPH); Dunn, Ceci (DPH); Haney, Gillian (DPH); Kludt, Patricia (DPH); Lett, Susan (DPH); Madoff, Larry (DPH) 
Subject: Health Care Provider CPR & AED Recert Dates: Dec. 8 & 9,2010 

Hi Everyone, 

The dates have been set for the Health Care Provider CPR & AED Recert classes: Wednesday, December 8th (1 -4pm) & Thursday 9 (5-8pm). Both classes will be held at the State Lab in Conference Rm.123. A Fallon Ambulance EMT will 
be the instructor. There is a $10.00 fee that the student will need to pay for their CPR card. Checks should be made out to Fallon Ambulance, checks will be collected right before the start of each class. We need to have a minimum of 10 
students per class for the class to be held. 

Please feel free to share this email with other staff but note this is not a basic general public CPR training, it is a health care provider re-cert class so it is abbreviated and offered at a faster pace given that the students have taken CPR&AED 
training before and have been certified previously. 

Please let me know no later than Friday. November 19th if you plan to take a class and which date and time you wish to sign up for. 


Thanks, 
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Glynnis LaRosa, RN, MPH, CPHQ 

Senior Public Health Nursing Advisor 

Bureau of Infectious Disease Prevention, Response and Services 

Massachusetts Department of Public Health 

305 South Street 

Jamaica Plain, MA 02130 

phone 617-983-6569 

fax 617-983-6925 
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